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1 
My invention relates to identification and 
itinerary record holders for wrist wear. 
People who meet vith accidents, sickness or 
ïatalities while travelling or while away ïrom 
home are often difficult to identify due fo not 
having papers or other inïormation showing their 
identification or itinerary record on their person, 
therefore, it is a prime object of my invention 
to provide an identification and itinerary record 
holder to be worn, preïerably on the wrist, to 
provide accessible and easily read identification 
and itinerary record inïormation, 
A further important object oï my invention 
is fo provide an identification and itinerary 
record holder of the above described character to 
be worn upon the wrist in the manner oï a wrist 
watch and held in place by-a wrist band or 
wrist strap, and having a transparent window 
through which the identification indicia may be 
read. 
A still ïurther object of my invention is to 
provide an identification and itinerary record 
holder ïor wrist wear, the transparent window 
of which is slidably mounted within the holder 
case so that it may be pulled out and the identi- 
fication card extracted ïor reling other pertinent 
information such as the itinerary of the traveler 
and the next of kin.  
A ïurther object oï my invention is fo provide 
an identification and itinerary record holder of 
the above described character, the sliding window 
of which would be provided with suitable stop 
means to prevent its being pulled entirely out 
and to prevent ts sliding out accidentally. 
A still ïurther object of my invention is to 
provide an identification and itinerary record 
holder for wrist wear that is of simple construc- 
tion and ornamental appearance which could 
be economically produced in quantity. 
Other objects and advantages embraced in my 
invention will be disclosed in the ïollowing de- 
scription and accompanying illustrations.in which 
like parts are designated by like numerals, and 
in which-- 
Fig. 1 is a perspective view of my invention 
shown attached to the wrist of the wearer. 
Fig. 2 is an enlarged top view of my invention 
showing the sliding window in both closed and 
open positions, in solid and phantom lines. 
Fig. 3 is a cross-sectional view of my invention 
taken substantially on line 3--3 on Fig. 2 show- 
ing the curved configuration of the identifica- 
tion and itinerary record holder case together 
with the attachment means of the supporting 
straps. 
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Fig. 4 is an enlarged cross-sectional view of 
my invention taken substantially on line 44 on Fig. 3 showing finger slot and finger clearance 
means ïor manipulating the sliding window 
5 panel. 
Fig. 5 is an enlarged cross-sectional view of 
my invention taken substantially on line 3--8 
on Fig. 3 and showing the stop means in con- 
nection with the window panel. 
10 leïerring fo the illustrations my invention is 
generally designated 6 and consists of a curved 
identification holding case 7 "having a curved 
bottom portion 6 and a ïolded-over top portion 
9 which is also curved to conïorm to the bottom 
15 portion 6. The said top portion 9 bas down- 
wardly bent end portions J8 which are cemented 
to the top surface of bottom portion 6 and bas 
an open side 29 ïorming a card-holding pocket 
26. The said top portion 9 also bas t rectangu- 
.0 larly shaped window cut-out J. 
leduced strap attaching end portions 2 are 
formed one at each end of bottom portion. 6 
and bave slots 3 formed therein to hold strap 
means 4 for attaching the identification holder 
.5 to the wrist. 
The said identification holding case 7 would 
preferably be ïormed of a transparent plastic 
and a curved transparent sliding window panel 
J6 also ïormed of plastic is slidably mounted 
.3o. between the window ïrame and guide 28 of top 
portion 9 and the bottom portion 6 leaving 
pocket section designated 26 therebetween for 
holding an identification card 24 
A pair of window stop ear portions 7 having 
3'5: upwardly curved tips 3 are ï0rmed on the inner 
edge of sliding wIndow 16 and in closed position 
seat within ear clearance cutouts 6 formed in 
the edge oï window ïrame 28. In the pulled out 
or open position the said stop portions 7 would 
4O engage the plate stop window edge 27 at the 
open side of pocket 29 preventing the window 
from being pulled entirely out. 
A finger clearance cutout J9 is formed cen- 
trally on the outer edge of window ïrame 28 and 
45 a panel manipulating finger slot 2 of slightly 
smaller dimension is formed in alignment there-. 
with upon the outer edge of window 6 to pro- 
vide manipulating means for pulling the said 
window | out and pushing it back. 
50 The said window stop ear portions 7 are pro- 
vided with abutment portions to engage the 
window stoppfng edge 27 of the top case por- 
tion 9. When the window .panel 6 is lulled 
out, the said abutment portions are slightly 
 curved up ,af .30 fo ïacilitate engagement. 
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Since the identification and record holding 
case 7 would be made of a somewhat resilient 
material, the assembly of the window panel 16 
within case 7 is effected by springing the sides 
of pocket 26 apart sufliciently to permit the ear 5 
stop portions I to enter the pocket 26; when 
released, the said ear portions  would project 
above thew!now frame portion 25 and serve 
as stops preventing, the windo panel 6 fom 
being pulled entirely out. lO 
In the illustratio strap means  are used 
to attach the identification and record holder 
upon the wrist. e said straps  have holes 
22 in one end and a buckle 2 at the other end 
for attaching onto the wrist 2 as shÇn iu. 1. 
g. 1. Other case attaching means such as 
fieMble moral bands (hOt shon) maF also be 
ed in connection with holding case . The 
identcation card 2 my have identifying in- 
djcia $ writtn or pnted upon its upper sur- 20 
face. Th said qad-:2-4; maybe olded if desired 
and-hav itinera-rod infomaçion and oiher 
perinnt i-npmati0n o is nder side. The 
identification incia 28 that is, the naine and 
ddres o the wearer, would at all rimes be 25 
»sibe thoug-h ' rÇnsprent window. [6 and to 
read otber -information .on the cÇrd-the window 
would.be pulled open as far as he Sps [ by 
inserting a finger nafl in siot 2. and pulling 
te slding:.widpwo so tt the identcation 30 
Crd  may. be. removed from card holding 
pocét 2  
M ienifi¢atio and tnerary record, holper 
for ist:wcais 0 lght weig-t  and has s,n oma- 
mçnàl appearapçt a well as to serve the useful 5 
funçtlon --pox4ding .imepiate and easily ac- 
cÇsb C ide.ofiçto n and .iineça$ reçord infor- 
mti0 at all times 
My invention Woud be of pÇrtculr v!ue to 
Persos a.ay fro h0ma çr tçavelling, providing 40 
i.dent.ficaion a& othçr pertinent information 
sçh. destination, ne of M and a record, of 
valuble caied i.cas of accident, iç]çness or 
death of the wearer. 
It wfl! bç drsod.that ms. invention is. to 4 
res_vç te. rigt q al m0difiçations or. improve- 
n ratd.-to, or. sugg.eted by the foregoing 
dpsçitjç ad:.ilutrai0n of my inventidn as 
dene in he oçFiBg çam, 
Hayingthu dsçlod, ad reealed my inven-  
tiçn, ¢hat ! im as në.w Çadesieto secure by 
Letters Patent is 
1.. I an deniqa.ço  itpÇrary reçord 
holder.f0r ;isç.ear a. reco hol@ig case arcu- 
atevshaped longitudinall fo fit a wrt and pro- . 
ided ith strap: atch!ng en. potipns, the s.id 
record hÇlding, c&se inclupg an. open panel por- 
tie a-the.t0p .t:herep ¢ng Ç stoppng edge 
and ear stop. clpance ctçu.ts on an opposing 
êdç, aad iadç panel sljaby fitted in the . 
said record holding caç, ear stpp means of 
U.shaped. cross-se.ctioa cÇnguratio on the 
IOWÇ-ed, ge o£ te a]d wndo panel fitted in 
reglsr with the sid clearance cutouts and pro- 
vided with curved tip.sraisëd upardly to freely 5 
e:. e. d  stppig, e«gd  when «rawn to 
opç pit0p a.lo hving abtmenç portions to 
b aésted b$ t said s6pping edge of the said 
oçe Panel porti:o n to prevent accidental removal 
of.the said window pnel. 
.... 2. n an idnjfication and it[nerary record 
hole for wr[swear, a record holding case arcù- 
èÏy-shapèd iong[tud[nall to fit a wr[s and 
p6ded w:th sàp, attachn end portions, the- 
said rerdhçdig ceincluding an oen. panel 5 
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portion at the top thereof defining a stopping 
edge and ear stop clearance cutouts on an op- 
posing edge, and a window panel slidably fitted 
in the said record holding case, ear stop means 
of U-shaped cross-sectional configuration on the 
lower edge of the said window panel fitted in 
registry with the said clearance cutouts and pro- 
vided with curved tips raised upwardly to freely 
engage the said stopping edge whe n dravn to 
open position also havin abutment portions to 
be. arrested by the said stopping edge of the said 
open panel portion to prevent accidental removal 
of the si vindow panel, the lower ier edge 
of the said open panel portion being provided 
with oas Stop clearance cutout portions to limit 
the closure movement of the said window panel. 
3. In an identification and itinerary record 
hçlder for wrist wear, a record holding case arcu- 
ately-shaped longitudinally to fit a wrist and pro- 
vided with strap attaching end portions, the said 
record holding case including.-an open. panel por- 
tion at the top tereof, defining a stopping edge 
and ear stop clearance cutouts, on an opposing 
edge, and a window: panel slidbly fitted in the 
said record holding case, ear sp means 
-shaped. cross-sectional coguration on the 
lower edge Of the said windo: panel, fitted in 
registry with the saidclearance cutouts and pro- 
vided with cvd tips raised upward[ to reely 
engage, the said spping edge when draw.n fo 
open position als 0 .having abutmèn .portio to 
be aested by he said stoping, ede of.the said 
open Pangl portion to preveh aoidental removal 
of the said wndów panel, he lowe inné. edge 
of the. said open paçel otion bein provided 
with ear stop ctearance cutou p0rtio to mit 
the closu[e movement of he said wndow pançl. 
4. In àn idçntificatqn nd:e itierarY record 
holder for wrist wear, a record holding case arcu- 
aly-shaped logitudnaHy to. fit a rist and 
vided with straR ataching en porti0ns  the.said 
record holding Case inclding-an open papel pqr- 
tion a th 0. heeof de Ç: stopig edgç 
and ey stp 6leraCç. cutouts, on a Çpposing 
edgè and a wdo panel sliaby fitted in thé_ 
said rec6rd holding cse, ear stop means of. 
-shaped cross:esectlonal conD.raion o, the 
lower edge of t said widow p@nel-tte 
registry it h te.sai d cleaxace CUt0ut Dd 
vided th crved tips raised uPWardty to freely 
engage_ the said SpRing ëdgë whendra 
open Position also h]n aputë£t-p0rions 
bé arrested by the said sping, edge of the said 
open pçn¢l portion to preyet, acciental emoval 
of the said'windo pneL.  figer çlarance cut- 
out portion on th¢ outer edge of  th said record 
holding. ca: an.d a-pàneï.m.anuati er 
slot in the ou edge 0 f te sa_! windo.panel in 
registry with the sad fipgCr cleaçance cutqu 
portiom 
5. in an idetifiçtiop and itineyary ecqrd 
holder for wrist.wer, a record holdi.ng case arcuy 
ately-shaped longitunally to fit a wri.s t and 
provided with strap attaching end portions, the 
said record holding case including an open por- 
tion at the top heteof defining g stopping edgè 
and ear stop clearance cutouts on an opposing 
edge, anda window panel, slidably, fitted in th 
said record holding case, ear stop means of 
-shaped cross-sectional config-uration on the 
lower edge of t-he said windov, panel fitted in. 
registry. With the said clearanoe.cutouts and pro- 
vided with curved tips raised upwrd to freely 
engage the said sppg edge when dra to 
open position a]so hang abutment portlqS: 
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be arrested by the said stopping edge of the said 
open panel portion to prevent accidental removal 
of the said window panel, the lower inner edge 
of the said open panel portion being provided with 
ear stop clearance cutout portions to limit the 
closure movement of the said window panel, a 
finger clearance cutout portion on the outer edge 
of the said record holding case, and a panel 
manipulating finger slot in the outer edge of the 
said window panel in registry with the said fmger 
clearance cutout portion. 
6. In an identification and itinerary record 
holder for wrist wear, a record holding case arcu- 
ately-shaped longitudinally to fit a wrist and 
provided with strap attaching end portions, the 
said record holding case including an open panel 
portion at the top thereof defining a stopping 
edge and ear stop clearance cutouts on an op- 
posing edge, and a window panel slidably fitted 
in the said record holding case, ear stop means 
of U-shaped cross-sectional configuration on the 
lower edge of the said window panel fitted in 
registry with the saioE clearance cutouts and pro- 
vided with curved tips raised upwardly to freely 
engage the said stopping edge when drawn to 
open position also having abutment portions to 
be arrested by the said stopping edge of the said 
open panel portion fo prevent accidental removal 

6 
of the said window panel, the lower inner edge 
of the said open panel portion being provided 
with ear stop clearance cutout portions to limit 
the closure movement of the said window panel, 
5 a finger clearance cutout portion on the outer 
edge of the said record holding case, and a panel 
manipulating finger slot in the outer edge of the 
said window panel in registry with the said finger 
clearance cutout portion. 
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